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to shorten the rotor and account for the finite rotor 
loss with an “exact” theoretical analysis based on a 
computer program. This method can also be used with 
any rotary vaned attenuator to improve the accuracy 
of the simplified formula. 

Note: 

Documentation is available from: 

Clearinghouse for Federal, Scientific 
and Technical Information 
Springfield, Virginia 22151 
Price $3.00 

Reference: TSP69- 10427 


Patent status: 

This invention is owned by NASA, and a patent 
application has been filed. Royalty-free, non-exclu- 
sive licenses for its commercial use will be granted 
by NASA. Inquiries concerning license rights should 
be made to NASA, Code GP, Washington, D.C. 20546. 

Source: Charles T. Stelzried, Tommy Y. Otosh, 
and David L. Nixon of 
Caltech /Jet Propulsion Laboratory 
under contract to 
NASA Pasadena Office 
(NPO- 10562) 
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